OZ4-G 


Full-Wave Gas Rectifier 

I ON I CALLY HEATED CATHODE TYPE 

The OZ4-G is the same as the OZ4 except for the f0 1 lowing items: 


Mechanical: 

Operating Position.Any 

Maximum Overal 1 Length.2-5/8" 

Maximum Seated Length . 2-1/16" 

Maximum Diameter.1-1/16" 

Bulb.T7 

Base. . . . Dwarf-Shell Octal 5-Pin (JEDEC Group 1, No.B5-45) 

Basing Designation for BOTTOM VIEW.4R 


Pin 1 - No Connec- 
t i on 

Pin 3-Plate No.2 
Pin 5 - PI ate No. 1 



RADIO CORPORATION OF AMERICA 

Electron Tube Division Harrison, N. i. 


DATA 

3 - 6 ! 












